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with CONTRO 




















LLED COMPRESSION! 


This exclusive feature provides 
a malleable, metal safety 






\ hammer of extreme durability. 
: 4 CONTROLLED COMPRESSION 
><> improves tensility, conserves 
Patent , hammer shape, prevents 
\\ Pending mushrooming. 





a The ultimate engineered answer to greater shop WON'T 
safety and economy. Hammer head features an (XK MUSHROOM! 
analytically-controlled copper-base alloy. Unique 





corrugated construction provides CONTROLLED COM- 
PRESSION — eliminates mushrooming. Non-ferrous, 
electrolytically-pure metals assure spark-free perform- 
ance, prevent chipping or flaking. Balance is retained 
under heaviest usage. CUSTANITE Flex-Flo SAFETY 
HAMMER* — costs less, too — it’s guaranteed to 
outlast ordinary rawhide, plastic, rubber or metal 
hammers up to 12 times or more! a NON-FERROUS 

6 CONVENIENT WEIGHTS AND SIZES: 3/, Ib., 1'/, Ibs., 2'/, Ibs., THROUGHOUT! 

3 Ibs., 41% Ibs., 6 Ibs. Send for prices and further information. j *Trade Mark 


THE CUSTANITE CORPORATION 


Circle No. 35 on reader service card for more information. 


WON'T CHIP! 

j & WON'T FLAKE! 

| & WON'T SPARK! 

1 @ RIVET-LOK HEAD 

| ‘WON’T COME OFF! 
i 
I 





